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9109130224 SECY-91-286 Weekly info rept for wk ending 910906.
BLAHA.J.L Assistant for Operations (Post 890205). 91/09/12. 29pp. 59112:261-
59112:289.

9109160240 SECY-91-256 Weekly info rept for wk ending 910809.
BLAHA.J.L Assistant for Operations (Post 890205). 91/08/15. 36pp. 59105:317-
59105:352.

9109270184 SECY-91-298 Weekly info rept for wk ending 910913.
BLAHA.J.L Assistant for Operations (Post 890205). 91/09/20. 36pp. 59221:172-
59221:207.

STATE PROG STATE PROGRAMS

8805180062 Responds to 880331 Itr re Section IV 40 of State of CT stds concerning
discharge of radioactive matls.Std lacked definition of limits for judging harmful effects
of radioactive matls.

COMBS.F.   Assistant   Director  for   State,   Local   &   Indian   Relations.   88/05/10.
GINGERICH.R. Connecticut, State of. 3pp. 59014:197-59014:199.

9104020248 "Connecticut Hazardous Waste Mgt Svc 1990 Annual Rept." W/ 910331
Itr.
RYAN.D.L Connecticut, State of. 90/12/31. 31pp. 59014:019-59014:047.

9107290180 Forwards Rev 3 to CT-EISP, "Draft Environ Impact Study Plan.Connecticut
Low Level Radwaste Program."

GINGERICH.R.E. Connecticut, State of. 91/07/23. LOHAUS.P. Low-Level Waste Man-
agement Branch (Post 901230). 1p. 59014:158-59014:196.

-9107290181 Rev 3 to, "Draft Environ Impact Study Plan.Connecticut Low Level Rad-
waste Program."

*    Battelle   Memorial   Institute,   Pacific   Northwest   Laboratory.   91/06/30.   37pp.
59014:159-59014:196.

9107300253 Forwards response to recipient questions dtd 910617 as result of recent
visit to State of NE re low level waste disposal & status of state efforts to develop
disposal site for Central Interstate Low Level Radwaste Compact.
TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/07/23. CURTISS Com-
missioners (Post 750119). 7pp. 59068:087-59068:093.

9108140180 Forwards draft Rev la to CT-GSP, "Generic Site Characterization Plan.CT
Low-Level Radwaste Program."

GINGERICH.R. Connecticut, State of. 91/08/09. LOHAUS.P. Office of Nuclear Materi-
al Safety & Safeguards. 1p. 59014:048-59014:157.

-9108140185 Draft Rev 1a to CT-GSCP, "Generic Site Characterization Plan.CT Low-
Level Radwaste Program."

*  Battelle Memorial Institute. 91/06/30. 109pp. 59014:049-59014:157.

9109030011 Responds to 910607 Itr requesting clarification re Shieldalloy Metallurgical
Corp handling & sale of 55,920 Ibs of ferrosilicon zirconium.NRC does not consider
inadvertent receipt & transfer of source matl,substantial safety hazard.
FARAZ.Y.H. Fuel Cycle Safety Branch. 91/08/21. STERN.R. New Jersey, State of.
2pp. 58928:168-58928:173.

9109030016 Responds to State of NV input as result of state observation of DOE OA
audit of LLL in June 1991 .Emphasis will be placed on coordinating audit activities to
minimize idle time during future audits.

HORTON.D.G. Energy, Dept. of. HLWR. 91/08/23. ZIMMERMAN.S.W. Nevada, State
Of. 2pp. 58979:356-58979:357.

9109030050 Discusses low-level radioactive waste disposal facility site selection plan.
MCWHIRTER.B.H. Connecticut, State of. 90/11/30. O'NEILL.W.A. Connecticut, State
of, 137pp. 59024:174-59024:311.

9109030069 Discusses Louisiana Energy Svcs application for U enrichment facility in
Claiborne  Parish.Comments  on  scope  of  EtS for facility provided  to  NRC on
910814.Prehearing conference scheduled on 911114 in Shreveport.LA.
WASCOM.R. Louisiana, State of. 91/08/20.  Louisiana, State of. 2pp. 58994:216-
58994:217.

9109050031  "Discharge Monitoring Rept for Jul 1991." W/910822 Itr.
LABRUNA.S., LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. RPC91-
137. 91/07/31. CAPORALE.G. New Jersey, State of. 20pp. 58944:300-58944:319.

9109050032  Forwards State of PA Low Level Radwaste Shipment Insp Repts 50-387/
PA-91-01 & 50-388/PA-91-01.NO violations or deviations noted.

JOYNER.J.H. Region 1 (Post 820201). 91/08/20. KEISER.H.W. Pennsylvania Power
& Light Co. 3pp. 59027:299-59027:309.

-9109050035 Forwards State of PA Low Level Radwaste Shipment Insp Repts 50-387/
PA-91-01  & 50-388/PA-91-01  on 910726.No violations or deviations noted.Major
areas inspected:shipping documentation,labeling.marking & placarding.
DORNSIFE.W.P. Pennsylvania, Commonwealth of. 91/07/29. KNAPP.M.R. Region 1
(Post 820201). 8pp. 59027:302-59027:309.

9109050186 Informs committee & parties that J Dunn.left Ropes & Gray & will not b&
testifying in person in proceeding.AL Spitzer will testify in her place.
HAFFER.E.A. Sheehan, Phinney, Bass & Green, P.A. 91/08/30. SMUKLER.L. New
Hampshire, State of. 1p. 59029:219-59029:219.

9109050205 Provides written notification of environ air sample results exceeding action
levels.Results consistent w/levels previously reported for tritium by Controls for Envi-
ron Pollution.Samples above action levels listed.

PALMER.AJ. U.S. Ecology,  Inc. (formerly Nuclear Engineering, Inc.). 91/07/19.
ROBERTSON.G. Washington, State of. 2pp. 59029:239-59029:240.

9109050207 Provides written notification of environ monitoring' results in excess of
action levels from 910401-0506.Results of reanalysis conducted by Controls for Envi-
ron Pollution on 910702 listed.

PALMER.WJ. U.S. Ecology,  Inc. (formerly Nuclear Engineering, Inc.). 91/07/16.
ROBERTSON.G. Washington, State of. 2pp. 59029:237-59029:238.

9109050210 Provides written notification of environ air sample results exceeding action
levels from 910701-0815. Results consistent w/historical data resulting from site moni-
toring program & background levels within Hanford Reservation.
PALMER.AJ. U.S.  Ecology,  Inc.  (formerly Nuclear Engineering,  Inc.).  91/08/16.
ROBERTSON.G. Washington, State of. 3pp. 59029:241-59029:243.

9109050212 Provides written notification of environ air sample results exceeding action
levels.Results  consistent  w/levels  previously  reported   by  Controls  for   Environ
Poliution.Vendor reviewing results obtained by other facilities in area.
PALMER.AJ. U.S. Ecology, Inc. (formerly Nuclear Engineering. Inc.). 91/08/16.
ROBERTSON.G. Washington, State of. 2pp. 59019:025-59019:026.

9109060027 Forwards "NPDES Discharge Monitoring Rept for Susquehanna Steam
Electric Station for Jul 1991." No noncompliances noted during reporting period.On
910709 & 10,approx 75,000 gallons of circulating river water discharged to drains.
FIELDS.J.S. Pennsylvania Power & Light Co. PLE-14634.  91/08/23. WILKES.J.J.
Pennsylvania, Commonwealth of. 1p. 59032:152-59032:163.

9109060044 Provides written notification of environ air sample results exceeding action
levels from 910722-0805.Results consistent w/historical data resulting from site moni-
toring program & background levels found within Hanford Reservation.
PALMER.AJ.  U.S.  Ecology,  Inc.  (formerly  Nuclear Engineering,  Inc.). 91/08/29.
ROBERTSON.G. Washington. State of. 3pp. 59032:097-59032:099.

9109060049 Revises 910606 Itr advising NRC of 12 occupational & breathing zone air
samples exceeding action level for gross beta.Results of 12 samples.collected be-
tween 910326-0410, listed on encl.

NEWMAN.H.J. U.S. Ecology. Inc. (formerly Nuclear Engineering. Inc.). 91/08/29.
ROBERTSON.G. Washington. State of. 4pp. 59032:354-59032:357.

9109060097 Forwards draft "Environ Evaluation Rept Re Termination of License SNM-
777 for UNC Recovery Sys,Wood River Junction, Rl." Requests support in coordinat-
ing info meeting w/State of Rl & Charlestown officials on 911004.
MfLLER.M. Region 1 (Post 820201). 91/08/26. BELL.V. Rhode Island, State of. 2pp.
59034:013-59034:035.

9109060105 Forwards license application guidance & site decommissioning mgt
plan.per 910808 meeting.W/o ends.

PARROTT.J.D. Decommissioning & Regulatory Issues Branch (Post 901230). 91/08/
30. BOETTCHER.L. Michigan. State of. 1p. 59034:226-59034:226.

9109060168 Requests extension of comment period re onsite storage & title to low level
radwaste discussed in SECY-90-318.Since issues of major importance.comment
period should be extended for 30 days.

BATES.R.W. Don't Waste New York. 91/01/31. KENNEDY.J. NRC - No Detailed Af-
filiation Given. 1p. 59034:221-59034:221.

9109060192 Requests assistance in field of Bitumen for treatment by stabilization or so-
lidification of low-level radwaste.

LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/09/03.
HUBER.G.A. Kentucky, Commonwealth of. 12pp. 59034:207-59034:218.

9109090098 Comments on NRC recommendations (SECY-90-318) re title transfer &
possession provision of Low-Level Radwaste Policy Amends Act.
MAYER.J.A. Massachusetts, Commonwealth of. 55FR50064. 91/01/31. CHILK.SJ.
Office of the Secretary of the Commission. 4pp. 59049:294-59049:297.

9109090106 Responds to request for comments to 901206 Itr re title transfer & posses-
sion provision of Low-Level Radwaste Policy Amends Act of 1985.
WOMELDORF.D.J. California, State of.  55FR50064. 91/01/09.  GRIEPENTROG.J.
Nevada, State of. 2pp. 59049:292-59049:293.

9109090131 Forwards data requests of Ofc of Consumer Advocate for New Hampshire
Yankee.

HOLMES.M.W. New Hampshire, State of. 91/08/21. HAFFER.E.A. Sheehan, Phinney,
Bass & Green, P.A. 2pp. 59041:250-59041:251.

9109090140 Lists questions as result of recent visit to State of Nebraska to discuss low
level waste disposal & status of state efforts to develop disposal site for central inter-
state low level radwaste compact region.

CURTISS.J.R. Commissioners (Post 750119). 91/06/17. TAYLOR.J.M. Ofc of the Ex-
ecutive Director for Operations. PARLER.W.C. Office of the General Counsel (Post
860701). DENTON.H. Office of Governmental & Public Affairs (Post 870413). 4pp.
59049:196-59049:213.

-9109090145 Forwards corrected response to Commissioner Curtiss questions re Utah
plans for licensing low level radwaste disposal site.

DENTON.H.R. Office of Governmental & Public Affairs (Post 870413). 90/04/11.
CHILK.S.J. Office of the Secretary of the Commission. 7pp. 59049:199-59049:211.

-9109090153 Discusses low level waste disposal in State of Nebraska & status of state
efforts to develop disposal site for central interstate low level radwaste compact
region.Governor advised by agency as listed.

CURTISS.J.R. Commissioners (Post 750119). 91/06/04. Commissioners (Post
750119). 3pp. 59049:212-59049:213.

9109090193 Hydrological monitoring rept for first half, 1991 ,per discharge plan - 169.W/
910628 Itr.

LUTHIGER.P. Quivira Mining Co. 91/06/30. OHRBOM.R. New Mexico, State of. 5pp.
59041:017-59041:021.

9109090275 Requests info or opinions re Total Minerals presentation on bond estimate
submitted to Land Quality.specifically area of plant decontamination & disposal of
plant rubble & equipment.

MOONEY.G. Wyoming, State of. 91/08/13. HALL.R. Uranium Recovery Field Ofc, R4.
35pp. 59049:037-59049:071.

9109100110 Confirms schedule to review radiation control program on 911007-11.For-
wards list of questions to become App A to rept when accompanied by licensee
answers.Response to questions requested prior to 911004.

WOODRUFF.R.L. Region 2 (Post 820201). 91/08/26. HILL.T. Georgia, State of. 24pp.
59022:151-59022:174.

9109100285 Forwards "Monthly Discharge Monitoring Rept for June 1991" & "Toxico-
logical Evaluation of Treated Effluent Biomonitoring Support for NPDES
PermitNFS.Inc May Monitoring Period."

PAINE.D. Nuclear Fuel Services, Inc. ACF 91-351. 91/07/15. TARPLEY.M.B. Tennes-
see, State of. 2pp. 59023:339-59023:360.

9109100382 Submits 910731 market value of trust account for permit 352. Informs that
market value is in excess of required bond amount.

SHAFFER.R. Wyoming, State of. 91/08/12. CARPENTER.S.A. American Nuclear
Corp. 1p. 59056:326-59056:326..SJ.
